WISS 

Barbers’ Shears 

Wonderful Cutters 

They stay sharfD longest 


8 - 

Wiss Professional 
Manicure Scissors 

with needle-fine, perfectly matched points 


“Ask Your Barber Supply 
House” 


Manufactured by 

J. WISS & SONS COMPANY 
Established 1848 NEWARK, N.J. 















Wiss No. 1000 Barber Shears 



Actual Test Gave 1,000 Haircuts 
Without Regrinding 

These extra-quality Wiss shears stay sharp 6 to 10 
times longer than the best ordinary shears. 

In tests, many pairs were used for over 1000 haircuts 
without resharpening. 

Handles are shaped to fit the fingers. Blades, mirror 
polished—shanks special hammered finish. 

Length 7J^ inch. No. 1000, $2.75 each. 


Wiss Gun Metal Finish 
Barber Shears 



High Carbon Crucible Steel 

French Pattern—Full Gun Metal Finish 

Used in the busiest shops where lightness, comfortable 
handles, and ability to keep sharp are most imnortant. 

The blades are forged from high carbon crucible steel- 
perfectly hardened and tempered. 

Length 7H inches. FuU gun metal finish. 
No. 3447M. $2.25 each. 


Wiss French Pattern 
Barber Shears 



High Carbon Crucible Steel 
Mirkpl Plntprl Handles—Polished Blades 


Out-last the best ordinary shears—and stay sharp more 
than twice as long. Blades are made of tempered 
crucible steel, ground to just the right shape, and 
adjusted to cut easily with almost no effort. 

Two-sizes. No. 447—7 inch, and No. 447^ 73^ 
inch. French Pattern—with nickel plated handles and 
polished blades. $2.00 each. 

These shears are also made with corrugated edge. 
One blade only serrated. $2.25 each. 


Standard Wiss Barber Shears 



Many barbers prefer this style of shears with straight 
bevel, and slightly heavier shanks and handles. 

Made of forged crucible steel—exactly like the French 
Pattern described above. Blades hold their edge, and 
cut easily. 

Handles are nickel plated, blades polished 
No. 347—7 inches, and No. 347i^—7H inches. 
Price, $1.75 each. 



















